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MEMORANDUM FOR: 
SUBJECT: 



you know, 
the I 


the Type II Sensor Sys 


1 . As 
storage at 

tooling, manufacturing aids and TTTm for that 
camera are also being held there. 


em 


is m 
The 
EK 


was instructed to retain these items 

pending further advice from this Headquarters. We also 
promised that activity an interim "reading" by 
31 December 1967 on contemplated disposition actions. 

3. Request your comments regarding potential uti- 
lization for this sensor, either in our on-going programs 
or elsewhere in the Community. Disposition instructions 
should include the tech data, manuals, etc., for the 
system. Note that this does not preclude the long-time 
SCOPE COTTON storage of the system within the PSO, if 
such is decided. 


25X1 


25X1 


Acting Deputy for Materiel, OSA 
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c/prd/m/osaJ 


i l£-l 


Dis tribution : 


[Let 


#1 - D/R&D/OSA 
n2 - DD/SA 
#3 - D/O./OSA 


£4 - COMPT/OSA 
#5 - CMD/COMPT/OSA 
- BPD/COMPT/OSA 
# 7 - D/M/OSA 


#S - D/M/OSA (Chrono) 
#9 - RB/OSA 


(15 Nov 67) 
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